SCENIC ART SERIES 


The statue of Thomas Jefferson (1743-1826) ~ 

is a plaster cast which will be replaced by a t 
bronze statue after the war. He was the °. 
third president of the United States and author < 
. and one of the signers of the Declaration of 
° Independence. One of the best known quota- = - 
Q tions from the Declaration has been inscribed ^ 
z on the wall in the background. “ 
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157—Thomas Jefferson Statue in Jefferson Memorial, 
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